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1.  LOCATION: 

Section  32-77-19-W.5  in  Census  Division  No.  15.  This  location 
is  a divisional  point  at  mile  267.1  on  the  Northern  Alberta  Railway,  and 
lies  astride  Highway  No.  2. 

2.  ALTITUDE: 

2,  052  ft.  Latitude:  55143  Longitude:  116|57 

3.  TEMPERATURE: 

Average  summer  temperature  57F. 

Average  winter  temperature  17F. 

Average  annual  temperature  34F. 

4.  RAINFALL: 

Average  annual  snowfall  - 48.0  inches. 

Average  annual  rainfall  - 12.2  inches. 

Average  annual  total  precipitation  - 17.0  inches. 

The  foregoing  averages  have  been  estimated  from  the  records 
of  surrounding  weather  stations  and  cover  a period  of  twenty-five 
years. 

5.  GEOLOGY: 

The  Lower  Smokey  River  Shale  or  Kaskapar  formation  forms 
bedrock  at  McLennan.  The  shales  of  this  formation  are  dark  to  blaak 
marine  shales  of  Upper  Cretaceous  Age.  These  shales  are  notably 
lacking  in  good  water  horizons. 

f SOIL: 

McLennan  is  in  a Grey- Wooded  soil  zone  which  is  described 
as  follows: 

Profile — 

These  soils  have  developed  under  humid  soil  moisture  condi- 
tions. The  surface  horizon  consists  of  a semi-decomposed  leaf  mold 
layer,  AO,  that  may  be  absent  if  the  area  has  been  burned  over;  a thin 
(sometimes  absent)  A1  horizon  that  may  be  gray  black,  brown  or 
gray  brown,  and  a severely  leached  and  platy,  grayish  A2  horizon, 
whose  depth  will  average  about  6 to  8 inches.  The  B horizons  are 
heavier  textured,  compact  and  often  darker  in  color  than  the  A.  The 
depth  to  lime  is  quite  variable  often  ranging  from  30  to  50  inches. 

Fertility — 

Soils  in  this  zone  are  relatively  less  fertile  because  of  leaching; 
the  deeper  the  leached  layer,  the  less  fertile.  However, 
patches  of  transition  soils  are  found  within  tlie  zone. 


1 


Vegetation — 

A mixed  deciduous  and  evergTeen  woodland  in  which  peats 
and  muskegs  frequently  occur. 

Land  Use — 

This  is  a mixed  farming  area  in  which  legumes,  hays  and  coarse 
grains  are  the  most  desirable  crops.  Rotations  including  legumes  and 
supplemented  with  fertilizers,  where  needed,  have  given  the  most 
satisfactory  results. 

7.  HISTORY: 

The  hamlet  of  McLennan  was  born  in  1915  when  the  Edmon- 
ton-Dunvegan  and  British  Columbia  Railway  reached  mile  267.1  on 
what  is  now  the  Northern  Alberta  Railway.  It  was  named  after 
Doctor  W.  McLennan,  who  was,  at  that  time,  secretary  of  the  E.D. 
and  B.C.  Railway.  The  townsite  was  surveyed  in  1915  and  the  sur- 
rounding land  surveyed  for  homesteads  in  1905.  The  hamlet  was 
erected  as  a Village  February  1,  1944  and  incorporated  as  a town 
February  11,  1948.  The  first  village  councillors  were  A.  Wotherspoon, 
P.  A.  Giroux  and  H.  W.  Swift,  who  was  elected  the  first  mayor.  The 
present  mayor,  W.  C.  Kirkland,  was  the  first  mayor  of  the  town. 

The  townsite  is  on  the  south  shore  of  Kimiwan  Lake;  this  lake 
is  circular  in  appearance  and  named  Round  Lake  locally. 

One  of  the  first  settlers  was  Leon  Giroux.  He  was  born  in 
Quebec  and  lived  for  a time  in  the  United  States;  he  then  adventured 
into  the  Peace  River  district,  where  he  worked  for  a few  years  as  a 
trapper  and  a trader  before  he  finally  settled  on  the  south  shore  of 
Lake  Kimiwan  in  the  spring  of  1914  where  he  erected  a log  cabin.  At 
that  time,  the  site  where  his  cabin  stood,  was  a stopping  place  for 
northern  trappers  and  was  known  as  Round  Lake.  When  the  steel 
arrived  in  the  following  year,  1915,  more  settlers  came  into  the  district 
and  he  erected  a trading  store  and  hotel.  This  hotel  was  named  the 
Giroux  Hotel.  It  was  purchased  by  Father  Cozanet  to  be  used  as  a 
Roman  Catholic  Church  and  priest’s  living  quarters.  It  was  moved 
to  its  present  site  and  occupied  as  a church  in  May,  1929.  It  was  dis- 
mantled in  1958. 

In  1920,  Leon  persuaded  his  brother,  J.  T.  Giroux  to  join  him 
in  business.  These  two  brothers  drilled  the  first  well  to  a depth  of 
648  feet  before  they  struck  water.  The  sisters  at  the  convent  were 
the  next  to  have  a well  drilled,  then  other  residents  followed  suit.  The 
water  for  the  town  is  obtained  from  artesian  wells.  Drinking  water 
.was  shipped  36  miles  in  tank  cars  from  Watino  on  the  Smoky  River. 
Water  and  sewerage  services  were  installed  in  1954. 

The  first  person  to  file  on  a homestead  at  McLennan  was  Louis 
Benoit.  He  was  born  in  Quebec  and  came  to  Grouard  in  1912  where 
lie  operated  a barber  shop. 


Oldtimers  were  Tom  Cliisliolm,  Mr.  Rietze  - the  first  postmaster 
and  restaurant  keeper,  Mr.  LaRiviere  who  was  the  head  of  the  Gov- 
ernment Land  Office  in  Grouard  until  he  moved  to  McLennan  in  its 
early  days;  he  was  a Justice  of  the  Peace  and  mayor  of  Grouard.  There 
were  Mr.  Charbonneau  and  Mr.  McCaulley  who  helped  to  build  the 
railway  through  to  Peace  River-  Also  Hank  Hauterberge  who  came 
north  from  Michigan  in  1910  to  cut  wood  for  the  Hudson’s  Bay  Com- 
pany; later  worked  for  George  McLdod  when  he  was  building  the  first 
telegraph  line  to  Peace  River.  Hank  trapped  at  Hudson’s  Hope,  ran 
a saw  for  A.  George  of  Peace  River  and  finally  worked  for  17  years 
as  a linesman  for  the  K.L).  and  B.C.  Railway. 


The  Town  Has  Long  Served  As  A Railway  Divisional  Point 


The  first  priest  to  establish  residence  at  McLennan  was  Kevei-- 
end  Father  Pierre  Gozanet,  O.M.T.  A church  was  established  in  1929 
when  the  original  Giroux  Brothers  Hotel  building  Avas  bought  and 
altered  to  meet  requirements. 

The  Bishop’s  Residence  Avas  built  in  McLennan  in  1942.  It  is 
a three  story  brick  building  and  contains  the  j^ersonnel  tliat  super- 
vises the  Episcopal  of  Grouard.  Tlie  Most  RcAan-end  Henri  Routhier, 
O.M.T.  is  the  present  bisho])  of  the  large  area- 

Tlu:^  Roman  Catholic  Cathedral  com])leted  in  1947  is  visited 
Ijy  many  Ausitors  to  vieAv  the  loA'ely  interior. 

The  Sacred  Heart  Hospital  Avas  officially  op('ned  in  Decembm- 
!7th,  1929  and  oi^erated  l)y  tlie  Sisters  of  Providence.  A iioav  mod(‘rn 
wing  Avas  added  in  1934  doubling  the  capacity  of  tlie  hospatnl. 

Gnyv  Roman  Catholic  School  District  No.  20  Ava.s  orgai'.i'ad 
July  21st,  1930  and  the  school  opened  on  September  2n(l,  1931.  Tl  e 
number  of  students  increased  each  year,  an.d  in  the  s])ring  cf  1959  a 
iieantiful  neAv  brick  schooT  Avas  o])ened  jtroviding  a.ll  facilities.  Ti 
school  Avas  renamed  l^roA^idemce  scb.o.o'l  to  avoid  duplication  wilh  tin' 
hamlet  of  Guy. 
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McLennan  Public  School  District  No.  3382  was  organized  July 
14th,  1916,  and  was  included  in  High  Prairie  School  Division  No.  48, 
January  1,  1950;  this  division  was  organized  November  25,  1940,  and 
prior  to  August  12,  1946  it  was  named  McLennan  School  Division. 

The  separate  school  provides  dormitory  facilities  for  out  of  town 
pupils.  Present  dormitory  facilities  consist  of  the  former  mission- 
chapel  and  a hall  which  was  added  to  it  in  April  1949.  When  St. 
Augustines  Mission  at  Peace  River  was  closed  in  January  1951,  some 
of  its  pupils  applied  for  admission  at  McLennan;  consequently,  it  was 
decided  to  erect  a large,  modern  dormitory  at  McLennan-  Construction 
was  Sitarted  in  May  1951  and  the  exterior  is  now  practically  completed. 
This  building  is  a credit  to  its  sponsors.  It  lies  immediately  west  of 
the  cathedral  facing  highway  No.  2 and  Kimiwan  Lake. 

Thanks  to  the  influence  of  Mr.  Leon  Giroux,  McLennan  had  a 
school  since  1916  when  there  were  seven  or  eight  pupils.  The  teacher 
at  that  time  was  Mr.  Otto  who  taught  in  a shack  bought  by  Mr.  Leon 
Giroux  from  a Frenchman. 

During  1930-31,  a school  house  was  built  comprising  two  fine 
classrooms.  It  was  opened  on  September  2,  1931,  under  the  name  of 
Guy  Separate  School  District  with  between  35  to  40  pupils,  and  Sister 
Jean  Placide  of  the  Sisters  of  Providence,  as  teacher. 

Tom  Bradner  and  W.  E.  Van  Buskirk  operated  a small  Diesel- 
Electric  plant  which  supplied  the  town  with  electric  light  and  power 
from  1935  to  1937  when  Northland  Utilities  Ltd.  were  granted  a 
franchise.  The  capacity  of  their  local  Diesel-electric  plant  is  634  k.w. 

8.  LIVING  CONDITIONS: 

McLennan  lies  281  miles  northwest  of  Edmonton  on  Highway 
No.  2,  and  49  miles  south  of  Peace  River  town  ‘on  the  same  highway. 
It  is  a railway  divisional  point  on  the  Northern  Alberta  Railway,  at 
a fork  where  one  branch  of  the  railway  goes  nbrth  to  Peace  River,  and 
the  other  branch  goes  west  through  Rycroft  and  Grande  Prairie  to 
Dawson  Creek  in  British  Columbia,  which  is  Mile  Zero  on  the  Alaska 
Highway. 

The  town  lies  on  the  south  shore  of  Lake  Kimiwan.  The  north 
and  east  shores  of  this  lake  are  thickly  wooded  and  present  a lovely 
view  when  looking  down  the  wide  main  street  towards  the  lake  from 
the  railway  station.  The  main  street  slopes  gradully  from  the  railway 
station  towards  the  lake,  which  is  about  30  feet  lower  than  the  ele- 
vation. 

During  1953  the  Water  Resources  Branch  of  the  Provincial 
Government  constructed  a dam  on  the  Hart  River  diverting  water  into 
Lake  Winagami  which  was  stagnant  due  to  changing  water  levels. 
An  outlet  was  also  Constructed  and  the  lake  refreshened.  In  1954 
under  the  sponsorship  of  the  McLennan  Chamber  of  Commerce  a 
committee  was  formed  with  Mayor  W.  C.  Kirkland  as  chairman  and 
efforts  were  directed  to  obtain  a beach  and  water  recreation  facilities 
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on  Lake  Wiuagami.  The  entire  district  of  Donnelly,  Falher,  Giroux- 
ville  and  the  Smokey  Eiver  Municipality  joined  in  the  project.  A very 
good  beach  and  bathing  facilities  were  achieved.  The  area  has  become  a 
Provincial  Park,  and  is  a valuable  addition  to  summer  outdoor  activit- 
ies. The  Winagami  Beach  Association  has  continued  to  bring  improve- 
ments to  the  beach  area  each  year. 

The  refreshening  of  the  waters  of  Lake  Winagami  was  follow- 
ed by  the  construction  of  a canal  by  the  Water  Resources  Branch  to 
Lake  Kimiwan.  Lake  Kimiwan  has  been  gradually  improving  its 
quality  of  water,  and  has  become  a community  asset.  The  canal  pro- 
vided the  means  for  the  Town  of  McLennan  to  make  water  and  sewer 
installation  in  1954  and  resulted  in  a decided  improvement  in  living 
conditions. 

There  is  every  expectation  of  natural  gas  being  available  from 
the  Normandville  field  in  1959. 

There  is  a neat  residential  section  with  well  kept  lawns,  gardens 
and  trees  along  the  boulevards.  The  wide,  gravelled  main  street  is 
lined  on  the  west  side  with  a concrete  sidewalk  and  modern  stores; 
older  structures  are  being  replaced  by  modern  fireproof  buildings. 
There  is  transporatation  by  rail,  bus  or  truck;  and  communications  by 
mail,  telephone  and  telegraph. 


Many  Modern  New  Homes  Are  Being  Erected  In  McLennan 


Health  services  include  a 50  bed  hosjjital,  three  medical  doc- 
tors and  a drug  store.  School  facilities  include  a i)ul)lic  school  and  a 
H'^anan  (hitholic  Separate  school  whicli  teaches  grades  1 to  I'd,  and 
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operates  a dormitory  for  out-of-town  students. 

There  is  a bank,  a weekly  newspaper  and  a 42  room  hotel. 

Three  churches  serve  the  spiritual  needs  of  the  community 
and  a movie  theatre  provides  entertainment  facilities. 

For  spare  time  and  public  service  activities  there  is  a public 
library,  several  fraternal  organizations  and  service  clubs,  also  sports 
facilities  which  include  a covered  skating  rink  and  a covered  curling 
fink  with  four  sheets  of  natural  ice. 

Coal  and  wood  are  used  as  fuel.  There  are  ample  supplies  of 
liquid  fuels  such  as  Diesel  oil,  propane,  kerosene  and  gasoline. 

The  town  is  supported  by  the  railway  and  the  lumber  industry- 
Its  population  is  about  equally  divided  between  French  and  English 
speaking  races.  The  1956  census  shows  a town  population  of  1,080. 

About  90  per  cent  of  the  homes  are  owner-occupied  and  a 4 room 
frame  cottage  rents  for  $40  per  month.  During  the  last  five  years  an 
average  of  10  houses  per  year  have  been  built. 

9.  ADMINISTRATION: 

The  town  is  governed  by  a mayor  and  six  councillors.  The 
mayor  is  elected  for  a two  year  term,  and  two  councillors  are  elected 
each  year  for  a three  year  term. 

The  secretary-treasurer  administers  the  town’s  affairs  in  ac- 
cordance with  the  policy  set  by  the  council.  The  town  foreman  super- 
vises the  public  works  and  town  properties. 

10.  LAW  ENFORCEMENT: 

Royal  Canadian  Mounted  Police  detachment  - 1 corporal,  1 
constable. 

One  town  constable. 

Two  Justices  of  the  Peace. 

Visiting  police  magistrate  from  High  Prairie. 

Building  Regulations — 

There  is  no  building  code.  Plans  for  new  buildings  and  major 
alterations  must  be  approved  by  the  council  before  any  building  is 
commenced.  A zoning  and  building  by-law  following  provincial  re- 
gulations is  enforced- 

Electrical  installations  must  comply  with  the  town’s  electrical  by- 
law, and  the  Alberta  Electrical  Protection  Act. 

Sanitary  installations  must  comply  with  the  requirements  of 
the  Provincial  Health  Regulations. 

11.  FIRE  PROTECTION: 

There  is  a 12  man  volunteer  fire  brigade.  The  Civil  Defence 
Unit  which  has  a 12  man  auxiliary,  assists  in  fighting  fires. 

Equipment^ — 

One  Jeep  fire  truck  with  a 300  gallon  per  minute  front  mounted 
pump,  and  60  gallon  booster  pump. 

1,000  feet  2 and  one-half  inch  hose;  700  feet  of  1 and  one-half 
inch  hose;  Fog  nozzles,  ladders,  axes,  etc. 
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A 11,500,000  gallon  water  reservoir  and  two  elevated  water 
towers,  40,000  gallons  and  43,000  gallons  respectively. 

16  fire  hydrants  are  conveniently  located  throughout  the 

town. 


12.  TAX  STRUCTURE: 

1957  Net  Assessment 


Land,  100  per  cent  of  value  $132,980 

Improvements,  100  per  cent  of  fair  value  401,240 

Business  153,500 

Power  118,800 

Total  Assessment  $806,520 


Mill  Rate,  1957 

Municipal  Public  School  Hospital 
17  35.5  9 

Municipal  Separate  School  Hospital 
17  28  9 


Health  Unit 
1 

Health  Unit 
1 


Total  Mills 
62.5 

Total  Mills 
55 


13.  AREAS: 

Area  of  town  — 591.65  acres. 

Streets  and  lanes  — 56.75  acres. 
Parks  and  pla3^gToiiiids  — ■ 28.7  acres. 

Miles  of  Roads,  Streets  and  Lanes — 


Gravel 

Provincial  Main  .747 

Unpaved 

Unopened 

Total 

.747 

Roads  and  Streets 

5.75 

5.75 

Lanes  and  Alleys 

2.55 

.15 

Total  Miles 

2.70 

9.197 

There  are  6 miles  of  concrete 

and  board  sideswalks. 

14.  SEWER  AMD  ¥/ATlE  MAIN  MILEAGE: 

Storm  sewers  - nil. 

Sanitaiy  sewers  - 3.95  miles. 

Water  mains  - 3-57  miles. 

15.  POWER: 

Three  phase  60  cycle  electric  power  is  supplied  by  Northland 
Utilities  Ltd.  under  a franchise. 

Residential — 

This  rate  is  available  for  115  or  115-230  volt  service  to  all 
residential  consumers  located  in  tlie  above  community  who  are  within 
reach  of  the  existing  distribution  lines  of  the  company  (150  feet)  and 
who  use  the  company’s  standard  service  in  an  individual  residence 
through  a single  meter  for  residential  lighting  and  for  approved 
cooking,  heating  or  utility  appliances  whether  plug-in  or  permanentlj^ 
connected. 
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First  10  k.w.li.  or  less  used  per  month 
Next  20  k.w.h.  used  per  month 
Next  50  k.w.h.  used  per  month 
Next  200  k.w.h.  used  per  month 
All  over  280  k.w.h.  used  per  month 
Minimum  monthly  bill 
Terms  of  Payments—  the  above  rates  are  net  and  apply  to  bills 
paid  within  ten  days  of  billing  date.  An  additional  charge  of  5 per  cent 
will  be  added  for  collection  charges  on  all  bills  not  paid  within  ten 
days  after  the  date  of  billing. 


$2.00 

.09  per  k.w.h. 
.04  per  k.w.h. 
.03  per  k.w.h. 
.01%  per  k.w.h. 
$2.00 


Residential  Optional  Heating  Seirvice — 


This  rate  is  available  for  115|230  volt  3-wire  service  to  all 
residential  customers  located  in  the  above  community  who  are  within 
reach  of  the  existing  distribution  lines  of  the  Company  (150  feet),  and 
who  use  the  Company’s  standard  service  in  an  residence  or  apartment 
through  a single  meter  for  residential  lighting  and  approved  domestic 
cooking,  heating  or  utility  appliances  whether  plug-in  or  permanently 
installed,  and  who  have  connected  a permanently  installed  thermo- 
statically controlled  water  heater  and|or  clothes  dryer- 
For  each  k.w.  of  demand  which  is  in 


excess  of  5 k.w. 

First  10  k.w.  or  less  per  month 
Next  20  k.w.  or  less  per  month 
Next  50  k.w.  or  less  per  month 
Next  220  k.w.  or  less  per  month 
Over  300  k.w.  or  less  ])er  month 


$2.00 

$2.00 

.09  per  k.w. 
.05  per  k.w. 
.03  per  k.w. 
.01%  per  k.w 


Commercial  Lighting  Rate — 

This  rate  is  available  for  115  or  n5|230  volt  services  to  all  com- 
mercial places  of  business,  stores,  shops,  hotels,  lodges  and  all  'other 
conimercial  lighting  consumers  in  the  above  community  who  are  within 
reach  of  the  existing  distribution  lines  of  the  company  (150  feet)  and 
who  use  the  company’s  standard  service  through  a single  meter  for 
commercial  lighting  ])uri)oses  only  sup])lied  to  a single  building  or  to  a 
single  tenant- 

Demand  Charge — 

First  1,000  watts  of  connected  lighting  load  $1.00 

Next  4,500  watts  of  connected  lighting  load  .05  i)er  100  watts 

All  over  5,500  watts  of  connected  lighting 
load  and  the  connected  load  of  single 

phase  motors  and  heating  appliances  .05  per  200  watts 

plus  an — 
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Energy  Charge — 

First  50  k.w.li.  used  per  month  per  k.w.  of 

connected  load  .09  per  k.w.h. 

Next  50  k.w.h.  used  per  month  per  k.w.  of 

connected  load  .06  per  k.w.h. 

All  over  150  k.w.h.  used  per  month  per  k.w. 

of  connected  load  .03  per  k.w.h. 

Minimum  Charge— shall  be  equal  to  the  demand  charge  but 
not  less  than  $2.00  per  month. 

Terms  of  Payment — the  above  rates  are  net  and  apply  to  bills 
paid  within  ten  days  of  billing  date.  An  additiional  charge  of  5 per 
cent  will  be  added  for  collection  charges  on  all  bills  not  paid  within 
ten  days  after  the  date  of  billing. 

Power  Service — 

This  rate  is  available  to  all  small  coimnercial  power  consumers 
located  within  the  above  community  who  are  within  reach  of  the  exist 
ing  distribution  lines  of  the  company  (150  feet)  and  wh'o  use  the 
company’s  standard  service  at  voltage  of  115  or  230  for  commercial 
power  service  to  three  phase  motors  jf  not  less  than  five  horsepower 
rates  capacity,  single  phase  motors,  two  horsepower  capacity  or  other 
permanently  installed  electric  devices  of  not  less  than  two  k.w.  capacity 
each. 

Service  Charge — 

$1.00  per  month  per  h.p.  of  connected  load  ]dus  an — 

Energy  Charge — 

First  30  k.w.h.  used  per  month  per  h.p.  of 

connected  load  .07  ])er  k.w.h. 

Next  30  k.w.h.  usel  per  month  per  h.p.  of 

connected  load  .04  per  k.w.h. 

All  over  60  k.w.h.  used  per  month  per  h.p  .of 

connected  load  .025  per  k.w.h. 

Minimum  monthly  charge— shall  be  $1.00  per  month  per  li.p. 
of  connected  load,  but  not  less  than  $2.00. 

Terms  of  Payment^ — the  above  rates  are  net  and  apply  to  bills 
paid  within  ten  days  of  billing  date.  An  additional  charge  of  5 per 
cent  will  be  added  for  collection  charges  on  all  bills  not  paid  within 
ten  days  after  the  date  of  billing. 

16.  WATER: 

Water  is  obtained  from  AVinaganii  Lake  14  miles  north  east  of 
McLennan  and  piped  into  the  town. 

Water  Analysis  of  Treated  Water — 


Total  Solids 

899.7 

Ignition  loss 

73.8 

Hardness 

220.0 

Sulphates 

301.0 

Chlorides  10.0 

Nitrites  nil 

Nitrates  .904 

Alkalinity  231.0 

(Nature  of  alkalinity  - bicarbonate  of  lime  and  magnesium) 

Iron  nil 

Remarks — Chemically  this  water  is  suitable  for  human  con- 
sumption. 

Rates— 

First  2,500  gallons  or  less  used  per  month  - $4.00  plus  sewerage 
charge  of  $3.00;  Next  2,500  gallons  used  per  month  - $1.40  per  M. 
gallons;  Next  5,000  gallons  used  per  month  - $1.20  per  M gallons; 
Next  10,000  gallons  used  per  month  - $1.05  per  M.  gallons;  Next  15,000 
gallons  used  per  month  - .95c  per  M.  Gallons;  Next  15,000  gallons  used 
per  month  - 85c  per  M.  gallons;  Next  50,000  gallons  used  per  month  - 
75c  per  M.  gallons;  All  over  100,000  gallons  used  per  month  - 70c  per 
M.  gallons. 

17.  GAS  (NATURAL) : 

Not  installed. 

18.  PROPANE: 

Calorific  value  - 2,521  b.t.u.  per  cubic  foot  at  60  degrees  F.  100 
pound  cylinder  - $7.50.  Bulk  - 22c  per  gallon.  Storage  capacity  - 8,000 
gallons. 

19.  DIESEL  FUEL: 

Calorific  value  - 135,000  to  140,000  b.t.u.  per  gallon  at  60  degrees 
F.  Winter  grade  - 23.6c  per  gallon.  Summer  grade  - 22.7c  per  gallon. 
Storage  capacity  - 8,000  gallons. 


20.  COAL: 


Calorific  Value 

Prices  Per  Ton 

Mine  Location 

B.T.U. ’s  per  lb. 

Lump 

Egg 

Nut 

Stoker 

Drumheller  11,000 

$17.50 

$16.50 

$15.50 

$ 

Coalspnr 

12,500 

17.50 

16.50 

15.50 

Wabamun 

9,500 

15.95 

14.95 

14.00 

11.50 

21.  RESOURCES: 

Wheat  and  coarse  grains.  Forage  crops.  Straw.  Lumber.  Dairy 
products.  Poultry  products.  Honey.  Sand  - common.  Gravel. 

22.  GOVERNMENT  OFFICES  AND  SERVICES: 

Federal — 

Post  Office.  Royal  Canadian  Mounted  Police  detachment. 

Provincial — 

Alberta  Government  Telephones.  Ijiquor  Store.  Department  of 
Public  Works  - District  Office.  Forest  Ranger. 
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Municipal — 

Town  Office  in  Elk ’s  Hall.  Secretary-Treasurer.  Police  Depart- 
ment. Local  Board  of  Health.  Medical  Health  Officer  and  Child 
Welfare  Officer.  Food  Inspection  Service.  Fire  fighting  equipment 
housed  in  the  Town  Fire  Hall. 

23.  HEALTH  SERVICES: 

The  Sacred  Heart  Hospital  is  operated  by  the  Sisters  of  Pi^ovidence. 
The  official  capacity  of  the  hospital  is  50  beds  and  8 basinettes.  The 
staff  consists  of  Sister  Superior,  4 graduate  nurses  and  4 nurses  aides. 

Rates— 

Canadian  Residents  Non-Residents 

Public  Ward  $1.60  $10.10 

The  Peace  River  Health  Unit  calls  at  McLennan  monthly. 

Other  Health  Services — 

3 Medical  Doctors 
1 Optometrist,  calling. 

1 Drug  Store. 


24. 


PROFESSIONAL  AND  SKILLED  PERSONAL  SERVICES: 

(not  including  Health  Seiwices) 

Type  of  Service  No  of  Establishments 

Beauty  Parlors  2 

Barber  Shops  2 

Watch  Repairs  1 


25.  TRANSPORTATION: 

Northern  Alberta  Railway:  one  train  each  way  daily,  Edmonton 
to  Dawson  Creek  and  Edmionton  to  Hines  Creek  via  McLennan. 

Canadian  Coachways  Ltd.:  one  bus  each  way  daily,  Edmonton 
to  Hines  Creek,  via  McLennan  and  Peace  River. 

Local  truck  service  to  Edmonton. 

26.  NEWSPAPERS: 

Peace  River  Gazette,  published  at  Peace  River. 

Smokey  River  News,  published  by  Sun  Publishing  Co.,  Edmonton. 


27.  COMMUNICATIONS: 

Alberta  Government  Telephones. 
Northern  Alberta  Telegraphs. 

Post  Office. 

Nearest  radio  station  - Peace  River. 

28.  FINANCIAL  FACILITIES: 

Toronto  - Dominion  Bank. 


29.  HOTELS: 


No.  of  Rooms 

42 


Single  Rate 

$2.50  up 


McLennan 
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Beer  License 

yes 


30.  TOURIST  CAMPS: 

Nil. 

31.  CHURCHES: 

Anglican 
Roman  Catholic. 
United. 


The  Town  Is  Well  Served  By  Churches 
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32.  LODGES: 

B.P.O.E. 

Royal  Purple 

33.  SERVICE  CLUBS: 

Chamber  of  Conunerce 
Canadian  Legion 

Women’s  Auxiliary  Canadian  Legion 
I.O.D.E. 

34.  SOCIETIES: 

Home  and  School  Association. 

Church  Women’s  Auxiliary  Groups. 


Dormitory  ,At  The  Providence  Separate  School 


35.  SCHOOLS: 

The  McLennan  Public  School  District  No.  3382.  Grades  1 to  9 
are  taught.  Grades  10,  11  and  12  are  taken  by  bus  to  the  High  Prairie 
High  School.  Pupils  in  elementary  grades  1 to  6 - 86  wdtli  4 teachers. 
Grades  7 to  9 - 25  pupils  and  1 teacher. 

The  Providence  Roman  Catholic  Separate  School  District  No.  30 
teaches  grades  1 to  12.  Number  of  pupils  in  elementary  school,  grades 
1 to  6,  213  and  8 teachers.  Junior  High  7 to  9,  76  and  3 teachers. 
Grades  10  to  12,  27  pupils  and  2 teachers. 

The  following  opitional  subjects  are  taught:  home  economics, 


art,  music,  drama  and  typing. 

36.  THEATRES  AND  HALLS: 

Capacity 

Stage 

Piano 

Regal  Theatre 

275 

yes 

no 

Elk’s  Hall 

600 

yes 

yes 

37.  CULTURAL  ACTIVITIES: 

The  McLennan  Public  Library  is  operated  by  the  McLennan 
Association  Library  and  is  open  every  Tuesday  from  4 to  5 p.m. 


McLennan  Public  School  Offers  Fine  Educational  Facilities 


There  are  approximately  2,300  volumes  in  the  library. 

One  local  four  piece  orchestra. 

Drama  at  school. 

38.  YOUTH  ACTIVITIES: 

Boys  Girls 

Scouts  C.G.T.T. 

Cubs  h‘S 

Trail  Rangers  lb-  v nies 

/:i  ior  Tiixiliary 

39.  SPORTS: 

hlcickey,  senior  and  junior.  Basehail,  senior  and  jiiuicn*.  Cm  I::?;.;-. 
Coi'tball,  ladies.  Badminton. 

Facilities-— 

Covered  curling  rink  - four  sheets  natural  ice. 

( 'Overed  arena  for  hockey  and  skating. 

School  grounds  for  sports. 

Basel)all  and  recreation  grounds. 

40.  FAIRS: 

Nil. 

41.  HISTORIC  SITES: 

Nil. 

12.  COOPERATIVES: 

Co-op  Genei'al  Store. 

2il])ei-ta  Wheat  Pool. 
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43.  INDUSTRY  AND  BUSINESS: 
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Auto  Body  Repairs 

1 

— 

— 

— 

Hardware 

Bakeries  

1 

1 

1 

1 

Hotels  

Banks'  

1 

— 

— 

— 

Implements  <iFarm) 

Baribers 

2 

— 

— 

— 

Insurance  & (Real  Estate 

Beauty  Parlors 

2 

— 

— 

— 

Jewellers 

Books  & Stationery 

See  Drug  Store 

Liquor  Store  

Buitdhers  

2 

2 

2 

Building  Contractor 

1 

Lumber  Yards  

Blacksmith  

1 

1 

1 

Milk  Distributor  

Cartage  Delivery  

1 







Oil  Distributor 

Clothing  (Men’s)  

1 

— 

— 

1 

Oil  Well  Cement 

Clothing 

(Women  and  Children) 

3 

3 

Painters  & Decorators 

Coal  Dealers 

2 

2 

2 

Planing  Mill  

Coffee  Shop  

1 

— 

— 

— 

Pool  Room  

Creamery  

1 

1 

1 

1 

Propane  Gas  Distribuitor 

Doctors  M.D 

3 

— 

— 

— 

Plumbing  & Heating 

Drug  

1 

— 

— 

1 

Radio  Repairs 

Dry  Cleaners 

1 

— 

— 

1 

Railway  Rouindhouse 

Electrical  Appliances  , 

1 

— 

— 

1 

Restaurants 

Electrical  Contractors 

1 

Shoe  Repairs  

Electric  Power  Station  . 

1 

1 

1 

1 

Garage  & Service  Stations 

5 

Theatres  

General  Stores  

3 





3 

Tinsmith  

Grain  Elevators  

1 







Variety  Store 

(total  capacity  83,000  bushels) 

Welding  

1 — — 1 

1 — — I 

1 — — 1 

2 — — _ 

1 — — 1 

1 — — 1 

1—11 
1—11 
1—11 

1 1 1 — 

2—11 

1 — — 1 

1—11 
1 — — 1 

11—1 
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Producer  or 
Manufacturer 
Wholesale 
Retail 


44.  INDUSTRIAL  SITES: 

Residential  sites  and  industrial  sites  adjacent  to  trackage  are 
available. 

45.  INDUSTRIAL  DEVELOPMENT: 

McLennan  was  established  as  a service  centre  for  the  Northern 
Alberta  Railway.  It  is  a divisional  point  with  a nine-stall  round  house. 
There  are  two  large  and  several  small  lumber  mills  in  the  district  that 
ship  around  seven  million  board  feet  of  lumber  each  year  from  Mc- 
Lennan. In  addition  many  carloads  of  fire  killed  timber  are  shipped 
to  pulp  mills  in  the  United  States.  A milk  pasteurizing  plant  establish- 
ed in  1950  supplies  milk  to  adjacent  communities.  Farmers  in  the 
McLennan  area  still  depend  to  a considerable  extent  on  the  produc- 
tion of  grain  and  seed  crops.  The  production  of  legume  seeds  and  bee- 
keeping are  important.  In  the  area  east  of  the  town,  however,  income 
from  receipts  of  forest  products  is  appreciable.  In  1950  income  from 
the  sale  of  cattle  and  hogs  respectively  was  about  the  same. 

46.  TRADING  AREA: 

The  trading  area  extends: 

18  miles  north, 

18  miles  south, 

17  miles  east, 

8 miles  west. 

47.  POPULATION: 

Trading  area  population,  1956  census  - 2,472. 

Town  population,  1956  census  - 1,092. 

Town  population,  December  31,  1957  - 1,080  est. 
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